[H] three for the opening of the gates, three for the upper gate and three 


[1:1 A] 


[B] 


[C] 


[II:1 A] 


[B] 


for the tower gate, three for the drawing of the water, three for the 
pouring of the water on the altar, nine for the offering of the daily 
whole-offering in the morning, nine for the offering of the daily 
whole-offering of the evening, nine for the additional offerings, 
three to make the people stop work, and three to mark the border 
between the holy day and the ordinary day. 


It has been taught [as against M. 5:6A]: There were no fewer than 
seven and no more than sixteen. 


The Tannaite authority counts the three sounds [long, quavering, and 
long] as a single note, 


while the Tannaite authority [responsible for M. 5:6A] counts them 
individually [one by one]. 


[D] [As to the nine for the daily whole-offering, M. 5:6C,] you turn out 
to have three for each time they bowed their heads [during that rite] 


[E] R. Judah says, “There are three for each paragraph [of the psalms 
read at that time].” 


[F] And lo, it has been taught: Nine [better: Three] when they got to 
the tenth step [M. 5:5C]. So there are other blasts on the horn 
[besides those listed here]. 


[G] He who maintains that they sounded the ram’s horn at the altar 
does not concur that they sounded it at the tenth step, 


[H] while he who holds that they sounded it at the tenth step does not 
maintain that they sounded it at the altar. 


[“With respect to M. 5:6H, Three for the drawing of the water,’’] 
said R. Zeirah, “that is to say that they sounded the horn only at the 
water-libation [but not for the actual drawing of the water for that 
purpose]. 


“For if [to the contrary] you wish to maintain that they did so for the 
drawing of the water as well as for the actual water-libation, then the 
passage should state, ‘Three for drawing the water for the day, and 
three for drawing the water for the next day,’ [since, as we recall, the 
water was drawn for the libation on the preceding day]. [Hence there 
are two water-rites on a given day, one for drawing the water for the 
next day, the other for the pouring out of the water for the day in 
question.]” 


